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Message Text 

UNCLASSIFIED 

PAGE 01 TEL AV 05622 020808Z 

ACTION EB-08 

INFO OCT-OI NEA-IO ISO-00 DODE-00 NSAE-00 USIA-15 
TRSE-00 ERDA-07 CIAE-00 /04I W 

040282 020843Z/I2 

R29I2I0Z JUL 77 
FM AMEMBASSY TEL AVIV 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7495 

UNCLAS TEL AVIV 5622 

USDOC 

PASS EXCON 

E.O. 11652: N/A 
TAGS: BBSR, IS, ESTC 

SUBJECT:WTDR/FTI ARCO ELECTRONIC CONTROL LTD. 

REE: STATE 136777 

I. ISRAEL 2. CNTRY CODE: 508 3. SER. NO.: N/A 
4. ARCO ELECTRONIC CONTROL LTD. 

4A. CODE: K 4B.CODE: A 
5 P O B 8600, 7 HAZEREM STREET 
6. TEL AVIV, ISRAEL 

PLANT: NEW INDUSTRIAL ZONE, RISHON LF.ZION 
7.. ESTABL: 1973 8. EMPL: 75 9. SIZE: (20-X) MEDIUM 

lO.REPUTATION: (22-X) GOOD 

II. SELLS PRODUCTS LOCALLY AND ABROAD 

12. RPT DATE: 07/77 

13A. 361311 1/0 MER AUTOMATIC AND MANUAL CONTROL PANELS 
(GENERATORS, TRANSFORMERS, EEED-CONTROLS, ETC.) 

13B. 3613112/0 MFR METAL ENCLOSED SWITCHGEAR (USING 
POWER CIRCUIT BREAKERS, OIL AND OILLESS), ALL 
VOLTAGES ABOVE 600 VOLTS UP TO AND INCLUDING 72 KV., 

UNCLASSIFIED 
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INCLUDING METAL ENCLOSED LEAD INTERRUPTER SWITCH- 
GEAR, 2,300 VOLTS AND ABOVE 

13C. 3613113/0 MFR METAL ENCLOSEDLOW- VOLTAGE SWITCH- 
GEAR ASSEMBLIES (USING POWER CIRCUIT BREAKERS) 

600 VOLTS AND BELOW 

13D. 3645761/0 MER PORTABLE LAMPS (DESK, ETC.) 

FLUORESCENT 
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13E. 3645771/0 MFR PARTS AND ACCESSORIES FOR RESIDENTIAL 
LIGHTING FIXTURES 

13F. 3646211/0 MFR SURFACE OR PENDANT INCANDESCENT 
FIXTURES 

13G. 3646257/0 MFR RECESSED INCANDESCENT FIXTURES 
13H. 3648919/0 MFR INCANDESCENT HAND PORTABLE LIGHTING 
EQUIPMENT SUCH AS MINERS' LIGHTS EMERGENCY 
WARNING LIGHTS, GENERATOR FLASHLIGHTS, ETC. 

131. 3648921/0 MFR OTHER ELECTRIC LIGHTING EQUIPMENT, 
INCLUDING ELECTRICAL DISCHARGE SUCH AS MERCURY 
VAPOR (OTHER THAN STREET AND HIGHWAY LIGHTING 
EQUIPMENT), SODIJM VAPOR, ETC., EXLUDING SIGNS 
131. 3648969/0 MFR PARTS AND ACCESSORIES FOR LIGHTING 
FIXTURES, N.E.C. 

13D. 3662310/0 MFR ELECTRONIC SYSTEMS, EQUIPMENT AND 
SUBASSEMBLIES, N.E.C. 

13L. 3662342/0 MFR VEHICULAR AND PEDSTRIAL TRAFFIC 
CONTROL EQUIPMENT, SIGNAL HEADS (INCLUDING PARTS 
AND ACCESORIES) 

13M. 3662343/0 MFR ELECTRONIC AND ELECTRO-MECHANICAL 
CONTROLLERS, DETECTORS,AND SENSORS (INCLUDING 
PARTS AND ACCESSORIES) 

13N. 3662347/0 MFR ALARM SYSTEMS, ELECTRONIC 

14. CONTACT: A.SHIMSHONI TITLE: DIR. 

15. CABLE: ARCOLET 16. TELEX: 31908 

17. TEL: 03-996121 
UNCLASSIFIED 
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18. FINANCIAL REFS: BANK LEUMI LE'ISRAEL B.M., JAFFA 
BRANCH 

19. TRADE REFS: MANUFACTURERS' ASSOCIATION OF ISRAEL, 
TEL AVIV 

20. FOREIGN FIRMS REP: N/A 

2LPRIVATE LIMITED COMPANY REGISTERED IN 1973, BUT 
STARTED OPERATIONS OCTOBER 1975 UPON COMPLETION 
OF PLANT BUILDING. SHARES HELD BY ARIEL ELECTRICAL 
& CONTROL ENGINEERING LTD., ABRAHAM HAR SHALOM 
(MANAGING DIRECTOR OF SUBJECT FIRM), AND AHARON 
GERSON. SUBJECT MANUFACTURES ELECTRIC CONTROL 
PANELS, CONTROL SYSTEMS FOR TRAFFIC NET WORK, 
WATER-RESISTANT LIGHTING EQUIPMENT, SUBTERRANEAN 
CONDUITS AND SOPHISTICATED BURGALRY AND FIRE ALARM 
CONTROL SYSTEMS AND EQUIPMENT. EXPORTS TO AUSTRALIA, 
S. AFRICA AND EUROPE ON C.A.D. BASIS. ALL IMPORTS AND 
EXPORTS ARE MADE THROUGH AFFILIATE, ARIEL ELECTRICAL 
& CONTROL LTD., WHICH IS FULLY OWNED AND MANAGED BY 
SUBJECT'S MANAGEMENT. SELLS LOCALLY TO GOVERNMENT 
INSTITUTIONS, MUNICIPALITIES AND PRIVATE CONTRACTORS 
ON UP TO 90 SAYS CREDIT TERMS. SALES FOR YEAR ENDING 
JUNE 30, 1977 REPORTEDLY IL 7 MILLION. (IL 9.63 EQUALS 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


US$1). AUTHORITIES REPORT SUBJECT IS AN APPROVED 
ENTERPRISE ENJOYING AS SUCH TAX CONCESSIONS, LONG 
TERM LOW INTEREST LOANS AND CASH GRANTS. TOTAL INVEST- 
MENT WAS IE 7 MILLION DERIVED FROM GOVERNMENT LOANS 
AND GRANTS, AND SHAREHOLDERS LOANS AND OWN RESOURCES. 
MANAGEMENT EXPERIENCED AND WELL REGARDED. MEANS 
ADEQUATE. AFFILIATES ADD FINANCIAL STRENGTH. SHARE- 
HOLDERS HAVE OTHER COMMERCIAL INTERESTS AND 
GOOD RESOURCES IN ADDITION TO INVESTMENT IN SUBJECT 
FIRM.TREND FAVORABLE. BANK RELATIONS GOOD. PAYMENTS 
PROMPT. AFFILIATES: (1) ARIEL ELECTRICAL & CONTROL 
ENGINEERING LTD.; (2) ARMAD AVIATION LTD.; (3) 

ARTRON LTD. POST CONSIDERS SUBJECT GOOD TRADE 
CONTACT FOR U.S. FIRMS. 
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22. PREPARED BY: AYAACOV APPROVED BY: M.DEAN 

AT: AMEMBASSY, TEL AVIV 

LEWIS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, STRATEGIC TRADE CONTROLS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 29-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TELAV05622 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770276-0194 

Format: TEL 
From: TEL AVIV 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977073/aaaaabvg.tel 

Line Count: 140 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 6ec45b65-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 136777 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1777464 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR/FTI ARCO ELECTRONIC CONTROL LTD. 

TAGS: BBSR, ESTC, IS 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6ec45b65-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
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EO Systematic Review 
22 May 2009 
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